UK 


UK DECLARATION OF CONFORMITY C A 


We, of Shure Incorporated 
5800 Touhy Avenue 
Niles, Illinois, 60714-4608 U.S.A. 
Phone: (847) 600-2000 
Web: www.Shure.com 


certify and declare under our sole responsibility that the following apparatus: 


Model: AD4D Description: Two-Channel Digital Wireless Receiver 
Model: AD4Q Description: Four-Channel Digital Wireless Receiver 


conforms to the essential requirements of the following applicable United Kingdom Statutory Instruments 
(including their amendments) and the associated norms: 


UK Statutory Instruments Applicable Standards 
Radio Equipment Regulations: Art.6.la) | EN 62368-1:2014 + A11:2017 
UK SI 2017 No.1206 Art.6.1b) | EN 301 489-1 V2.1.1 


EN 301 489-9 V2.1.1 
EN 61000-3-2:2014 
EN 61000-3-3:2013 
Art. 6.2 EN 300 422-1 V2.1.2 
Environmental Protection — RoHS Regulations: EN IEC 63000:2018 


UK SI 2012 No.3032 
UK Importer / UK representative: Shure UK Limited 
Address: Unit 2, The IO Centre, Lea Road, 
Waltham Abbey, Essex, EN9 1 AS, 
United Kingdom 
Phone: +44 (0) 1992 703058 
Website: https://www.shure.com/en-GB 


The technical documentation is kept at: 
Shure Incorporated, Corporate Global Compliance Engineering Division 
Shure Europe GmbH, Compliance EMEA Division 


On behalf of manufacturer: On behalf of UK Importer/Representative: 
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Name: Chad-Ayers Date: 07 July 2021 Name: Wolfgang Bil Date: 07 July 2021 
Title: Director, Global Compliance Title: Director, Compliance and Regulatory Affairs EMEA 
Shure Incorporated Shure Europe GmbH 


Contact: Jakob-Dieffenbacher-Str. 12 
75031 Eppingen, Germany 
Phone: +49 (0) 7262 92490 
E-Mail: EMEAsupport@ shure.de 


Version: 1.0 


